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Manufacturer: C.T.E. International S.r.l. 
Address: Via Sevardi, 7 - Zona Industriale Mancatale - 42010 Reggio Emilia 


Products Name: ALAN HP406 
Product Type: PMR UHF Handportable transceiver 


The product described above is in conformity with the following Specifications based on sample testing: 


or date of issue 
2001 
V1.3.1 


Information technology equipment - Safety =- 
ectromagnetic compatibility and Radio spectrum Matters (ERM 
' ElectroMagnetic Compatibility (EMC) standard for radio equipment | 
_and services; Part 5: Specific conditions for Private land Mobile 
Radio (PMR) and ancillary equipment (speech and non-speech) 


ectromagnetic compatibility and Radio spectrum Matters (ERM); 
Land Mobile Service; Radio equipment with an internal or external 
_RF connector intended primarily for analogue speech; Part 2: l 
. Harmonized EN covering essential requirements under article 3.2 

the R&TTE Directive mmm 


Conformity assessment procedures are referred to art. 10(4) linked with Annex III of Directive 1999/5/ec. 
The test sample fulfils the requirements specified above, on the basis of test result and their evaluation. 
The product herewith complies with the essential requirements of EC Directive 99/05/EC, 89/336/EEC, 
92/31/EEC, 93/68/EEC, 73/23/EEC, 93/97/EEC. Reference to any marking or other indication (e.g. on the 
product) is exhibited in attachment to this declaration. 


Reggio Emilia, 27/07/04 


CTE International srl 
Quality Assurance Manager 


Mi. Mf 


This document is owned by Cte International srl. It is forbidden to reproduce or diffuse it without the authorisation of the Quality 
Assurance Manager of CTE International srl. 


